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INTERIOR — GEOLOGICAL SURVEY, WASHINGTON, D.C. — 1969 — G683SO 73°00' 


Aeromagnetic survey flown 500 feet above ground, 
1959 by J. A. Pitkin, 1965 by P. W. Philbin. 
Compilation supervised by F. P. Gilbert 
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APPROXIMATE MEAN 
DECLINATION. 1969 


INDEX MAP OF CONNECTICUT SHOWING AEROMAGNETIC 
MAPS PUBLISHED BY THE U S. GEOLOGICAL SURVEY. 
AREA OF GP-643 SHADED 


Magnetic contours 

Showing total intensity magnetic field of the earth in gammas relative 
to arbitrary datum. Hachured to indicate closed areas of lower 
magnetic intensity. Dashed where data ore incomplete. Contour 
interval 20 and 100 gammas 


Flight path 

Showing location and spacing of data 


Note: Magnetic trends between GP- 643 and 
GP-535 and GP-589 have been realined 


AEROMAGNETIC MAP OF THE WINSTED QUADRANGLE AND PARTS OF THE TORRINGTON AND TOLLAND 

CENTER QUADRANGLES, LITCHFIELD AND HARTFORD COUNTIES, CONNECTICUT 

1969 


For sale by U.S. Geological Survey, price 50 cents 


